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SUBJECT: RECALL OF MEDICAL DEVICE - BENNETT MONITORING 
SPIROMETER AND ALARM 

REF: STATE 1981 

1. ON RECEIPT OF REFTEL THE CONGEN INQUIRED OF MR. KURT HAMME, 
MANAGER OF COMESA, S.P.A., VIA MARIA TERESA 8, MILAN, IF 

HE HAD RECEIVED THE LETTER FROM PURITAN BENNETT REGARDING THE 
POSSIBLE MALFUNCTIONING OF THE MONITORING SPIROMETER AND ALARM. 
HAMME REPLIED THAT HE HAD NOT RECEIVED SUCH A LETTER, THAT THE 
MATTER COULD BE SERIOUS AND ASKED FOR A COPY OF THE TELEGRAM. 

2. AFTER HAVING SEEN THE TELEGRAM, THE FOLLOWING DAY HAMME 
CALLED THE CONGEN TO SAY THAT HE HAD PREVIOUSLY MADE A MISTAKE, 
THAT HE HAD RECEIVED A LETTER FROM BENNETT PURITAN DATED 
NOVEMBER 25, 1974, AND THAT SUBSEQUENTLY HE HAD SENT 

HIS TECHNICIANS TO WARN THE USERS AND TO CHECK THE 
DEVICES. JAMME ADDED NO MALFUNCTIONING HAD BEEN 
DISCOVERED AND NO COMPLAINTS HAVE BEEN RECEIVED.FINA 
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